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peated and vain attempts as late as September 4th of that year.
No impression could be made upon the solid wall of ice in Kane
Sea by the Neptune; so Beebe reluctantly returned to St. John's,
where he arrived on the 24th of September to report failure.

Garlington's failure to reach Greely in 1883, from causes
that were insurmountable in the ice conditions in his way, brought
home to the Government a realizing sense that the expedition to
Lady Franklin Bay had been abandoned, notwithstanding the
efforts of its officers for the two preceding years to reach it with
the abundant means provided from its resources. It was too late
to attempt further relief that year, though the conclusion was
reached, after much consideration, and wisely, too, not to invite
fresh disaster at that season by sending another chartered vessel
into regions where the ie'e conditions during the most favorable
months of the year had been impenetrable and impassable.

"When the situation thus presented had been carefully studied
out, the excitement grew from day to day. The press throughout
the country published the fullest resume of the Lady Franklin
Bay Expedition, the attempts which had been made to relieve it,
their failures, with the causes thereof, with pages of editorial
censure or advice added. The question was asked again and
again what was to be done to save these poor fellows from starva-
tion in that Arctic wilderness.s was taken
